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MACHINISTS SP'TOHL TOOLS 

6-1/2" Kaster thickness Gaugo (2 to 25 

0 to 1" Micrometers 

1 to 2" " 

2 to y " 

#602 - 12" Combination Sets with level & scriber 
Center Gauges 

6" Stool Scale (Genoral) Grad. 64th & 52nd 
Mayo Aluminum Levels 18", 24", 26", 28", JO" 
Machinists Tool Chests (Solid Oak) with lock 
WRITE OR PHONE 

TRI STVTE GASKET SUPPLY COMPANY, INO. 
510 Union Bldr ., Charleston, W« Va» 



P.O. Box #15 



Phone 56-542 



